6SN7-GTB 

MEDIUM-MU TWIN TRIODE 

Intended for use in equipment having 
series heater-string arrangement 

The 6SNq-GTB is the same as the 6SM7-GTA except for the 
following item: 

Heater, for Uni potential Cathodes: 

Warm-up time (Average) . 11 .sec 

For definition of heater warm-up time and method of determining 
it, see sheet HEATER WARM-UP TIME MEASUREMENT at front of 
this Section. 
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